BEDROOM   SIZE

Required  Physical   Capabilities:

Wheelchair  mobility.
Rationale:

Large  enough   for  single   bed  and  some  furniture.
Analysis:

Bedroom appears  to be  large enough  for  resident  to
maneuver  in his  or her wheelchair.     There  is sufficient
space  for  a  single  bed,   dresser,   table and  large  pieces  of
medical  equipment  such  as hydraulic  lifts.

Recommendations:

-   Identify  and design for  type of furniture   (single  or
double   bed,   dresser,   table,   etc. )   as  well   as   space
needed   for  electric wheelchair  maneuverability,
transfer  equipment,  and other  large  items.
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